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TO USDOC WASHDC 
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UNCLAS TOKYO 16442 

FOR OIM/WELCH 

E.O. 11652: N/A 
TAGS: BEXP, JA 

SUBJECT: INDUSTRIAL SECURITY, SAFETY AND PLANT MAINTENANCE SHOW 
JULY 1977 

REF: TOKYO 16123 PARA TWO 

NIKKAN KOGYO SPONSORED DISASTER PREVENTIVE EQUIPMENT EXHIBITION 
WAS HELD AT HARUMI FAIR GROUNDS, OCT 17-21, 1975. 

A. TYPES OF PRODUCTS DISPLAYED: PROTECTIVE DEVICES - GAS/DUST 
MASKS, SAFETY HELMETS, EAR PLUGS, ETC; FIRE FIGHTING EQUIPMENT; 
RESCUE EQUIPMENT; SEISMOLOGY RELATED EQUIPMENT; GAS MONITORS/ 
DETECTORS; NUCLEONIC INSTRUMENTS; ALARM SYSTEMS; VARIOUS GAGES; 
MATERIALS/SUPPLIES. 

B. TYPE OF PARTICIPANTS: ALL DOMESTIC PARTICIPANTS; HOWEVER, 

ONE U.S. AND ONE WEST GERMAN COMPANY'S PRODUCTS WERE DISPLAYED 
BY THEIR AGENTS. 

C. TYPE OF BUYERS: CAN NOT IDENTIFY SINCE NIKKAN KOGYO DID NOT 
REGISTER VISITORS. 

D. NUMBER OF EXHIBITORS: TWENTY-SIX. 

E. NUMBER OF VISITORS: NOT AVAILABLE. THE SHOW, OPEN TO 
PUBLICK, WAS HELD JOINTLY WITH RECYCLING SYSTEM, INTL METAL 
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WHICH ATTRACTED 34,692 VISITORS. 

F. NUMBER OF EXHIBITS: APPORXIMATELY 100 LINE ITEMS. 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 NOV 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975TOKY0 16442 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750399-0909 
From: TOKYO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 975/newtext/tl 9751 138/aaaabiex. tel 

Line Count: 65 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 TOKYO 16123 
Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 28 NOV 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28 NOV 2003 by ReddocGW>; APPROVED <23 JAN 2004 by izenbei0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: INDUSTRIAL SECURITY, SAFETY AND PLANT MAINTENANCE SHOW JULY 1977 
TAGS: BEXP, JA 
To: COM 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 




